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AR3000A SIGNAL STRENGTH OUTPUT 
With the use of a small additional circuit, a signal strength output can be obtained to 
directly drive a ‘S’ meter. This output can be brought out on the normally unused ACC 


socket pin 8 (centre pin). Pin 2 can be used as ground. 


The circuit to be used is as below; 
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The output has enough range to drive a variety of meters but resistor values can be 
altered for specific circumstances. 

VR1 adjusts input sensitivity. 

VR2 adjusts span. 

Alignment; Set up ‘SO’ with VR2 and ‘S9’ with VRI. 

Both adjustments interact, so this may have to be repeated several times. 

The meter used for test and initial set up is a low cost moving coil meter. Coil resistance is 
675o0hm and FSD required 250uA. 
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Note; The BC327 fits the board as the per the layout, the J310 Gate has to be positioned 
to the centre pin. p1.2 
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RED (5v) GREEN (AGC) 


YELLOW (METER) BLACK (OV) 
On the AR3000A; 


GREEN WIRE - AGC level is taken from J9 pin 10 (orange wire) on the IF unit. 

YELLOW WIRE — Meter output is taken to ACC socket pin 8. 

RED wire — 5V supply is taken from J3 pin 6 (orange wire) on the IF unit. 

BLACK WIRE — Ground is taken from any earth point, power socket or ACC socket pin 2. 
Components are mounted on the track side of the board to allow flush mounting in the set. 
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